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BEN OSTING 
ANTLER ISLAND RANCH 


Customer ID: 2485 
Certificate: 31-B-005E 


8325 GERMAN ROAD 
DELPHOS, OH 45833 


Site: 002 

ANTLER ISLAND RANCH 

Inspection 

Type: ROUTINE INSPECTION 
Date: JUN-16-2006 


This licensee wants to add an additional site to his Class-B license. This site will be a petting farm called: (Island Adventures Family 
Fun Center) located at 280 SE Catawba Rd. Port Clinton, Ohio 43452. All areas are in compliance this inspection. 

Please add this site #2 for license number 31-B-0056. 


Notes: This is an ammended inspection report to place the correct date of June 1 6th instead of June 1 5th 2006. 
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